


te See 


That 1966 saga 


LAST night’s 2-2 draw after extra time at Bedford brought back |: 

| memories for thousands of Wanderers’ fans, In 1966, Bedford and 

| Wycombe took four games to decide the first round winners. Here’s a i 
summary of the ‘matches 


FIRST ROUND: Wycombe 1, Bedford 1, Scorer: Keith Samuels. 
Attendance: 7,488, 

Ist REPLAY: Bedford 3, Wycombe 3. Scorers: Paul Bates, Tony } 
Horseman, Les Merrick. Attendance: 7,641. a 

2nd REPLAY (at Loakes Park). Wycombe 1, Bedford 1. Scorer: : 
Keith Samuels. Attendance: 8,821. r 
i 3rd REPLAY (at Bedford), Bedford 3, Wycombe 2. Scorers: Tony |: 
Horseman (2). Attendance: 8,105. 
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